Historic,  Archive  Document 

Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


Base  map  is  an  SCS  adapted  version 

Bureau  ol  Census  1970  automated  state  and  county 
map  data  base,  difitizad  trom  the  USGS  1:5.000.000 
scale  U.S.  base  map.  Albers  Equal  Area  Projection. 
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